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DPD-4723-59 


9 July 1959 


wcstingiOttse Electric Corporation 
BsltSaore, Maryland 

GUBJSCT s Disposition of TxafaXt. y 
Contract He. FL-30H 

OeatlSBea; 

Reference Is sada to year letter Sated May 27, 1959 
wherein you propose oa alternate sstbod 1 ter pacing the 
residual mterlal. ibis will ecaftm our oral indication 
that the aethod proposed in paragraph 2 of your letter 
is acceptable. 

Tea are eorrest that no sore *©resBlag is retired 
re®urdla g the balance ©f the- mterial and that it should 
be scrapped in accordance with your aorrol practice. 

Very truly yours. 



Contracting Officer 
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